King, Valerie A. 


Zedler, Barbara 

Friday, August 06, 2004 12:31 PM 
'Jacqueline Mowitz' 

Roethig, Hans; Mendes, Paul; Zedler, Barbara; Liang, Qiwei; King, Valerie A.; Gary Curtis; 
Michelle Combs; Robert Earl; Jeff Frack, Nancy Wang; Philip Bach; William Tracewell; Scott 
Logan; Steve Peck; Herb Smith; Amy Colson; Kimberly Prchal 
RE; Weekly Update on the Status of Philip Morris Reports 

Confidential 


Jackie, 

Paul and I reviewed this and have included the enclosed changes for clarification. 
Barb 

Barbara K. Zedler, M.D. 

Medical Director 
Clinical Evaluation 
Philip Morris USA 
Richmond, VA 

barbara.k.zedler@pmusa.com 
004.274.2799 
cell 804.366.5600 
fax 804.274.2891 


From: 

Sent: 

To: 

Cc: 


Subject: 

Sensitivity: 

DSS: 



20040806 PM 
revised Status of... 


-Original Message- 

From: Jacqueline Mowitz [mailto:Jacqueline.Mowitz@mdsps.com]* 

Sent: Friday, July 30, 2004 6:09 PM 

To: Hans Roethig; Paul Mendes; Barbara Zedler; Qiwei Liang; Valerie King; Gary Curtis; 
Michelle Combs; Jeff Frack; Robert Earl; Nancy Wang; Philip Bach; William Tracewell; Scott 
Logan; Steve Peck; Herb Smith; Amy Colson; Kimberly Prchal 
Subject: Weekly Update on the Status of Philip Morris Reports 
Sensitivity: Confidential 


All- 

Please find attached this week's update on Philip Morris reports. 

Please let us know if you have any comments or questions. 

Thanks so much, 

Jacki 

***■**■*■***•*•*•** + *±*+**•** + *±± + ****,**..*.** + + + , 1 . + .* 

Jacqueline M. Mowitz 
Project Manager 
MDS Pharma Services 
621 Rose Street 
Lincoln, NE 66502 
Office: (402) 437-1126 

1 


PM3006735759 


Source: https://www.industrydocuments.ucsf.edu/docs/ghpx0001 





Sell : 9 (402) 610-2426 
Fax: (402) 476-7598 

E-mail: jacqueline.mowitz@mdsps.com 

Visit us at our website at: www.mdsps.com 
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PM3006735760 


Source: https://www.industrydocuments.ucsf.edu/docs/ghpx0001 


